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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 208664 
ORIGIN SY-05 

INFO OCT-01 ISO-OO EA-10 /016R 

DRAFTED BY A/SY/OPS/T:L JACKSON:GCS 
APPROVED BY A/SY/OPS/T:W GILLIAM 
A/SY/OPS/T:C PELCZYNSKI 
DESIRED DISTRIBUTION 
A/SY/OPS/FO 

120191 171538Z/46 

R 171246Z AUG 78 
FM SECSTATE WASHDC 
TO USLO PEKING 
INFO AMEMBASSY MANILA 
AMCONSUL HONG KONG 

CONFIDENTIAL STATE 208664 

E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: ACR HEATING PROBLEM 

PEKING FOR RSO/TSO; MANILA FOR TSO; HONG KONG FOR OIC/RTC; 

FROM SY/OPS/T 

REF: PEKING 02366 

1 . REGRET THAT HEATER AND THERMOSTAT ORIGINALLY ORDERED 
FOR USLO PEKING WAS INADVERTENTLY SHIPPED TO AND INSTALLED 
AT ANOTHER POST WHICH HAD AN IDENTICAL PROBLEM. 

2. ANOTHER ORDER IS BEING PLACED AT THIS TIME AND EVERY 
EFFORT WILL BE MADE TO EXPEDITE IT SO YOU WILL RECEIVE IT 
AS SOON AS POSSIBLE. VANCE 

CONFIDENTIAL 
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